= RT Electric Swivel 
A SWA10A 


AEROSPACE 


Work Order Customer 


Number of Wires Date 


Serial Number 


Check for Conductivity against all wires 


i Check all wires for grounding against swivel body 
5,000 Check for Conductivity against all wires 


5,000 Check all wires for grounding against swivel body. Lt 


Test Conducted By: Signature: 
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